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A consolidation of the indexes of the six 
issues of FIRE JOURNAL published in 1983 


USING THE INDEX: 


AEROSOL CONTAINERS: 
Fire Involving, Overpowers Sprinkler System. 2:36 
Arrcrart Crash Fire: 
Taft, Calif., Oct. 17, 1982. 4:25 
ALABAMA: 
Elementary School Fire, June 1982. 4:10 
School Fire, June 1982. 1:27 
ALarM DeLayeD: 
Alerting Wiring Damaged by Fire. 2:9 
Building Partly Unoccupied. 6:38 
Discoverer Drove Quarter Mile to Report Fire. 1:30 
Discoverer Had No Telephone. 5:20 
Discoverer Telephoned Neighbor First. 5:115 
Employee Fought Fire. 6:31, 36, 40 
Employee Fought Fire, Drove to Telephone. 2:12 
Employee Investigated. 2:9 
Employee Investigated Smoke. 1:15 
Employee Notified Supervisor. 5:37 
Employees Attempt to Fight Fire. 4:29 
Employees Fought Fire. 4:39 
Occupant Called Other Party. 3:12 
Occupant Fought Fire. 1:27; 2:11, 63 
Occupant Investigated. 4:28 
Occupant Notified Manager. 3:35 
Occupant Tried to Rescue Children. 1:28 
Occupants Fought Fire. 5:20, 21, 35 
Occupants Thought Others Had Reported Fire. 1:30 
Occupants Tried to Remove Contents. 2:10 
Passerby Called Police Department. 1:29 
Passerby Drove 1% Miles to Report Fire. 6:38 
Passersby Did Not Report Fire. 1:28 
Passersby Watched Fire. 1:29 
Store Closed for the Night. 2:10 
Telephone Apparently Out of Service. 2:10 
ALARM SYSTEM: a 
Burglar, Out of Service. 1:27 
ALASKA: 


Building-under-Construction Fire, May 15, 1982. 6:126 


Dwelling Fire, March 23, 1983. 5:21 
ALTERNATIVE HEATING EQUIPMENT: 

Study of Fires Involving. 5:11 

Wall Protection Systems for Wood-Burning 

Appliances. 5:11 

ALUMINUM: 

Chips Ignited by Power Tools. 1:28 
AMERICA BuRNING: 

Ten-Year Perspective on Report. 3:20 


Each page reference consists of two numbers separated by a colon. The number 


preceding the colon identifies the 


issue (1: 


January; 2: March; 


3: May; 4: July; 5: September; 6: November). The page number in the issue 


follows the colon. 


EXAMPLE — 4:33 refers to the July issue, page 33. 


Subject Index 


Amity, Ore. : 
Grain Elevator Fire, Sept. 16, 1982. 5:61 
ANAHEIM, CALIF. 
Conflagration, April 21, 1982. 6:80 
APARTMENT BUILDING Fires: 
Cleveland, Ohio, Jan. 5, 1982. 2:63 
Georgia, January 1983. 4:27, 28 
Los Angeles, Calif., Sept. 4, 1982. 3:43 
Lowell, Mass., March 1982. 4:23 
Massachusetts, February 1983. 5:36 
New York State, April 1983. 6:10 
APARTMENT BUILDING-FOR-ELDERLY Fire: 
Georgia, January 1983. 4:27 
APARTMENT ComMPLeX Fires: 
Dallas, Tex., March 21, 1983. 6:75 
Oklahoma, December 1982. 4:28 
Virginia, November 1982. 3:11 
Waterbury, Conn., July 5, 1982. 4:22 
APARTMENT Fire: 
Los Angeles, Calif., Sept. 4, 1982. 4:23 
ARCHITECTS AND Bui.pers, For: 
Construction, Types of. 4:4 
Fire Barriers and Opening Protection. 1:6 
Handrails. 3:14 
Horizontal Exits. 2:30 
Protection From Hazards. 6:5 
ARIZONA: 
Dwelling Fire, January 1983. 6:9 
Arson [See Also Incendiary (Suspicious) Fires): 
Industrial Arson. 2:12, 53 
National Anti-Arson Strategy, Progress and 
Status of. 3:48 
Prevention Program in Abandoned New York 
Buildings. 5:30 
ASME: 
Hydrolevel v. ASME. 2:71 
Automotive Repair SHop Fire: 
Iowa, February 1983. 5:37 


Bactimore, Mb.: 

Dwelling Fire, May 14, 1982. 4:22 
Bank Fire: 

Exposure, Minneapolis, Minn., Nov. 25, 1982. 4:60 
Barn Fire: 

Michigan, May 1982. 2:12 


Barn Fire, Horse: 

Michigan, January 1982. 1:30 
BEAVERTON, WaASH.: 

Dwelling Fire, Nov, 26, 1982. 5:56 
BeppDING: 

Fire Involving. 5:20 

Fire Spread by. 3:10 
Bitoxi, Miss.: 

Jail Fire, Nov. 8, 1982. 4:21; 6:44 
BimMonTHLY Fire Recorp. 1:27; 2:9; 3:09; 4:27; 5:35; 6:9 
Boarpinc Home Fire: 

Pittsburgh, Pa., Oct. 28, 1982. 5:68 
Boise, IDAHO: 

Mobile Home Fire, December 1982. 4:25 
Bow inc ALLEY Fire: 

Oregon, July 3, 1982. 6:36 
Brapror, Pa.: 

Dwelling Fire, Feb. 6, 1983. 5:11 
Brentwoop, N.Y.: 

Dwelling Fire, January 1982. 4:22 
Brownwoop, TEx.: 

Vehicle Fire, Feb. 20, 1982. 4:25 
BUILDING-UNDER-CONSTRUCTION FIREs: 

Alaska, May 15, 1982. 6:126 

Texas, Jan. 23, 1982. 6:126 
BUILDING-UNDER-DEMOLITION Fire: 

Minneapolis, Minn., Nov. 25, 1982. 4:60 
BUILDING-UNDER-RENOVATION FIRE: 

Maryland, February 1983. 5:38 
BuiLpincs, ABANDONED: 

New York City Arson Prevention Program for. 5:30 
Burninc, Prescripep. 6:12 
Butane LicHTER Fiuip: 

Explosion. 5:21 


CALIFORNIA: 
Aircraft Crash Fire, Oct. 17, 1982. 4:25 
Anaheim, Conflagration, April 21, 1982. 6:80 
Apartment Hotel Fire, Sept. 4, 1982. 4:23 
Charitable Used Goods Outlet Fire, Nov. 1982. 3:11 
Club Fire, Jan. 31, 1982. 6:31 
Compost Packing Plant Fire, June 1982. 1:29 
Computer Center Fire, September 1982. 2:11 
Condominium Complex Fire, March 20, 1982. 6:37 
Condominium-under-Construction Fire, April 1983. 6:12 
Dormitory Fire, Feb. 10, 1982. 6:38 
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Dwelling Fire, January 1983. 5:35 
Fireworks Incidents and Injuries in. 3:70 
Hotel Fire, January 1983. 3:10 
Manufacturing Plant Fire, July 1982. 2:11 
Manufacturing Plant Fire, June 1982. 1:28 
Residential Apartment Building Fire, Sept. 4, 1982. 3:43 
Restaurant Fire, March 1982. 2:9 
School Fire, April 1982. 1:27 
School With Dormitory Fire, February 1982. 1:27 
Train Fire, October 1982. 3:12 
Tunnel Fire, April 7, 1982. 4:24 
CaNnaDa: 
Dwelling Fire, Ontario, October 1982. 3:10 
Garbage Container Fire, Ontario, January 1983. 4:29 
Office-and-Retail-Store Building Fire, Ontario, 
Jan. 1983. 4:29 
CANDLE: 
Fire Caused by. 
Carpets AND Rucs: 
Blocked Door Open in Fatal Fire. 1:21 
CEILING: 
Collapsed During Fire. 5:35; 6:31 
False, Fire Spread Through. 6:31 
CEILING SPACE: 
Fire Spread in. 1:28 
Cemuinc Tite, CoMBuSTIBLE: 
Fire Spread by. 4:39 
CeILINGs, SUSPENDED 
Fire Spread Along. 6:12 
CuemicaL REACTION: 
Cause of Fire. 6:11 
CHILDREN AND MATCHES: 
Fire Caused by. 4:28 
CHILDREN, UNATTENDED: 
Victims in Fatal Fire. 1:28 
Cuimney Fires: 
Downdraft, Fire Caused by. 3:10 
CuristMAs TREES: 
Vandals Ignite. 3:9 
Cuurcu Fire: 
Massachusetts, May 11, 1982. 6:21 
Cuute, Reruse: 
Fire Started in. 4:39 
CIGARETTE: 
Probable Ignition Source in Large-Loss-of-Life Fire. 1:14 
Cicarette LiGHTER: 
Fire Started by 
CIGARETTES: 
And Firesafety. 4:3 
CLEVELAND, Onto: 
Apartment Building Fire, Jan. 5, 1982. 2:63 
Curnic Fire, OuTpatiIENT: 
Pennsylvania, June 1983. 6:9 
Cius Fire: 
California, Jan. 31, 1982. 6:31 
Cope Rep ProcraM: 
Hospital and Fire Department Unite to Design. 4:47 
Corp Smoke Errect. 1:54 
Coucapse, StrucruraL. 2:10 
Covorabo: 
Dormitory Fire, March 1983. 6:10 
Office Building Fire, June 1983. 6:10 
Commissary BuiLpinc Fire: 
New York State, Dec. 8, 1982. 6:41 
CoMPARTMENTATION: 
Factor in Zoned Evacuation 
Horizontal Exits. 2:30 
Computer CENTER Fire: 
California, September 1982. 
ComPuTERs: 
Fire Protection and. 6:99 
ConpoMINIUM Fire: 
California, March 20, 1982. 6:37 
ConDOMINIUM-UNDER-CONSTRUCTION Fire: 
California, April 1983. 6:12 
CONFLAGRATION: 
Anaheim, Calif., April 21, 1982. 6:80 
CoNnNECTICUT: 
Apartment Complex Fire, July 5, 1982. 
Dwelling Fire, Jan. 8, 1983. 5:114 
Hospital Fire, Dec. 8, 1961. 4:39 
School Fire, July 1982. 2:9 
School Fire, July 25, 1982. 6:37 
Warehouse Fire, January 1983. 4:30 
ConsuMER Propuct SaFety COMMISSION: 
Projects Involving Residential Auxiliary Heating 
Equipment Fires. 2:45 
Corripor: 
Exit Access, Fire in. 3:43 
Smoke Spread Through. 1:22 
Councit Buurrs, lowa: 
Grain Elevator Fire, Explosion, April 20, 1982. 4:25 
CREOSOTE: 
Fire Cause. 5:21 
Cross-Zoninc: 
Definition of. 4:89 


1:27; 4:22 


3:11; 5:21 
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CUTTING-AND-WELDING OPERATIONS: 
Fire Caused by. 1:29 
Sparks Ignite Baled Wood Pulp. 


D 


Datias, Tex.: 
Apartment Complex Fire, March 21, 1983. 
Desris Fire: 
Ignites Front-End Loader. 2:12 
DEFINITIONS: 
Cross-Zoning. 4:89 
Double Fire Walls. 3:74 
Freestanding Fire Walls. 3:74 
Group Fire. 6:75 
Taxpayei 3uilding. 6:39 
Tied Fire Walls. 3:74 
DELAWARE: 
Dwelling Fire, February 1983. 4:27 
Detection DELAYED: 
School Closed, No Automatic Detection. 1:27 
Detection SYSTEMS: 
Infrared and Ultraviolet, Technology of. 4:86 
Lack of, Factor in Fatal Fire. 1:11 
Detectors, SMOKE: 
Batteries Removed. 4:28 
Inoperable. 3:10; 5:36 
Uninstalled, Satisfactory Performance of. 6:9 
Detectors, SMOKE, SATISFACTORY PERFORMANCE. 
2:64; 3:11; 5:20 
Derecrors, SMOKE, UNSATISFACTORY PERFORMANCE. 3:10 
Inadequate for Early Warning in Occupancy. 1:54 
Dieset Fuet: 
Tanks Ruptured, Train Ignited. 3:12 
Discovery DELAYED: 
Fire Area Unoccupied. 6:37 
DistRIBUTION CENTER Fire: 
Falls Township, Pa., June 21, 1982. 2:36; 3:74 
Doors, Corripor: 
Blocked Open, Smoke Spread Through. 1:22 
Open, Fire and Smoke Spread Through. 2:63 
Opened During Fire. 4:39 
Doors, Fire: 
Left Open During Fatal Fire. 4:23 
Stairway, Blocked Open During Fatal Fire. 3:43 
Doors, Room: 
Open, Factor in Fatal Fire. 
Doors, SMOKESTOP: 
Prevented Fire Spread. 4:30 
Doors, STAIRWAY: 
Left Open During Fatal Fire. 3:43 
Open, Fire Spread Through. 3:11 
Dormitory Fires: 
Providence, R.I., Dec. 13, 1977. 4:102 
California, Feb. 10, 1982. 6:38 
Colorado, March 1983. 6:10 
Dritt, THe: 
Disaster’s Dress Rehearsal. 4:41 
Dryer, PLywoop: 
Ignites Wood Dust. 2:12 
Ducts, Air: 
Smoke Spread Through. 4:29 
Dust Exp.osions: 
Grain Elevator. 5:61 
Wood. 6:40 
Dust, Woon: 
Ignited by Cigarette. 6:11 
Ignited by Dryer in Mill. 2:12 
DWELLING Fires: 
Alaska, March 23, 1983. 5:21 
Arizona, January 1983. 6:9 
Baltimore, Md., May 14, 1982. 4:22 
Beaverton, Wash., Nov. 26, 1983. 5:56 
Brentwood, N.Y., January 1982. 4:22 
California, January 1983. 5:35 
Connecticut, Jan. 8, 1983. 5:114 
Delaware, February 1983. 4:27 
Florida, May 1983. 6:10 
Forsyth County, N.C., November 1982. 5:21 
Hollywood, Fla., Dec. 20, 1982. 5:15 
Illinois, April 1982. 2:10 
Illinois, January 1983. 4:27 
Illinois, May 1983. 6:10 
lowa, January 1983. 5:35 
Iowa, November 1982. 3:10 
Michigan, Jan. 7, 1983. 5:21 
Michigan, January, 1982. 1:28 
New Jersey, January 1982. 1:28 
New York State, July 1982. 2:10 
New York State, November 1982. 3:9 
North Carolina, Dec. 14, 1982. 5:115 
Ohio, April 1983. 6:9 
Ohio, Feb. 9, 1983. 5:20 
Oklahoma, November 1982. 3:9 


1:11; 4:39 
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Ontario, Canada, October 1982. 3:10 
Oregon, January 1983. 5:36 
Pennsylvania, December 1982. 3:10 
Rayburn Township, Pa., Jan. 10, 1982. 
Sharon, Pa., Jan. 26, 1982. 4: 
South Carolina, Jan. 30, 1983. 

Texas, Feb. 22, 1983. 5:20 

Texas, March 1983. 5:36 

Virginia, Jan. 4, 1983. 5:15 

Virginia, January 1983. 6:9 
Washington State, Dec. 6, 1982. 6:38 


E 


EpiroriaLs: 
Cigarettes and Firesafety. 4:3 
Filter-Type Smoke Masks. 2:3 
Of Course We Know Better. 1:3 
September's Profile. 5:3 
Solving the Toxicity Hazard. 3:5 
The Winds of Chance. 6:3 
EFrFincHaM, ILL.: 
Hospital Fire, April 4, 1949. 4:36 
Ecress: 
Lack of Second, Factor in Fatal Fire. 5:69 
ELDERLY: 
Prompt Action Limits Apartment Building Fire. 
ELecrricaL EQuipMENT Fires: 
Air-Conditioner Cord Short-Circuits. 3:10 
Copying Machine Short-Circuits, Ignites Gas. 3:12 
Duplicating Machine. 6:37 
Duplicating Machine Overheats, July 1982. 
Extension Cord, Overloaded. 5:36 
Fire Caused by Short Circuit. 2:11 
Hotplate. 6:31 
Refrigerator Compressor. 3:9 
ELectTrICAL Fires: 
Arc or Short Circuit Ignites Paneling. 2:10 
Arc or Short Circuit Possibly Ignites Insulation. 2:10 
Dwelling, Sharon, Pa., Jan. 26, 1982. 4:22 
Extension Cord, Overloaded. 5:35 
Short Circuit. 6:38 
Short Circuit Ignites Combustibles. 4:24 
Short Circuit Ignites Rafter. 4:27 
Short Circuit Ignites Stored Yarn. 4:24 
Short Circuit Ignites Structural Members. 6:39 
Short Circuit in Ballast. 4:29 
Wires Arc. 5:37 
Wiring Malfunctions. 6:75 
ELecTrONiC EQUIPMENT: 
Fire Caused by Short Circuit. 2:11 
ELevaATOR SHAFTS: 
Smoke and Heat Spread up. 6:37 
Smoke Spread from, into Exit-Access Corridors. 1:22 
Smoke Spread up. 1:22 
Smoke Spread through. 2:65 
EMPLOYEES: 
Evacuated Home-for-Aged Occupants 
Successfully. 2:10 
Prompt Action by, Extinguishes Fire. 
Prompt Action by, Limits Fire. 2:12 
Prompt Action Limits Damage. 6:9 
Prompt Action Limits Fire. 6:39 
EqQuipMENT, Heavy: 
Used in Fire Fighting. 2:12 
EvacuaTION: 
Fire, In-Service Training Program for. 
Home for Aged, Successful. 2:10 
Hospital, Successful. 6:37 
School, Successful. 6:36 
Warehouse, Successful. 2:39 
Zoned, Real-World Problems with. 2:32 
EvacuaTION DELAYED: 
Lack of Alarm a Factor in Fatal Fire. 1:11 
Evacuation HAMPERED: 
Prison, Keys Stuck in Lock. 6:44 
EXHIBITION HALL Fire: 
Used to Store Boats, Recreational Vehicles, Illinois, 
November 1982. 3:12 
Exits: 
Blocked by Smouldering Couch. 4:28 
Horizontal. 2:30 
Markings Confused Occupants in Fatal Fire. 1:15 
EXPLosions: 
Butane Cigarette Lighter. 3:11 
Cumene Hydroperoxide. 6:11 
Gasoline Vapors. 1:27 
Grain Dust. 4:25 
Grenade, Phosphorous. 2:12 
LP-Gas. 1:30 
LP-Gas Line, Leaking. 3:9 
LP-Gas Pipeline. 5:38 
Oil Pump Malfunctions, Fire Caused by. 6:39 
Paint Cans. 6:12 





Power Tools Ignite Aluminum Chips. 1:28 
Wood Dust. 6:40 
Exposure Fires: 
Building-under-Demolition, Minneapolis, Minn., 
November 1982. 4:60 
Nearby Buildings Ignited. 6:12 
EXTINGUISHERS: 
Inoperable, Resulted in Fire Spread. 1:29 


FALLOUT-SHELTER-UNDER CONSTRUCTION Fire: 
Texas, May 1982. 1:30 
Fats Townsuip, Pa.; 
Distribution Center Fire, June 21, 1983. 
FeperRAL EMERGENCY MANAGEMENT AGENCY: 
National Anti-Arson Strategy, Progress and Status of. 3:48 
Fire Branps: 
Spread by Wind. 6:86 
Fire Bricave: 
Responds to Warehouse Fire. 2:39 
Fire Bricape, Hosprrac: 
Code Red Program for. 4:47 
Fire Bricape, INpDusTRIAL: 
Effective. 3:12 
Four Members Die in Fire. 4:24 
Ineffective, Smoke Too Heavy. 6:11 
Fire Deatus, U.S.: 
1982 Multiple-Death Fires in the United States. 4:10 
1982, Total of. 5:44 
Fire DerartMENT OpeRATIONS HAMPERED: 
Access Limited, Hydrant 500 Ft. Away. 5:21 
Crossed Standpipe Plumbing, Limited Accessibility. 6:37 
Deep Snow, Locked Fence, Locked Building. 5:37 
Doors Barred, Windows Bricked-Up. 4:29 
Exploding Aerosol Cans, Intense Heat. 2:40 
Floor Collapsed. 6:40 
Frozen Hydrant Valve. 6:38 
Heavy Black Smoke. 5:35 
Icing Conditions, Limited Access to Attic. 3:9 
Inadequate Water Pressure, Leaking Hose. 6:10 
Inadequate Water Supply. 2:11 
Inadequate Water Supply, High Winds. 1:30 
Lack of Access. 4:60 
Lack of Water. 1:27 
Locked Doors from Stairways. 4:69 
Sash Weights Dropped from Upper Windows. 
Water Pressure Low. 6:12 
Wind. 6:40 
Fire Loss: 
Selected International Comparisons, 1979-80. 
Fire Loss, U.S.: 
1982, Total of. 5:44 
Fire PREVENTION: 
In Abandoned New York Buildings. 5:30 
Fire Prorection, FUTURE oF: 
Fire Protection and Computers. 6:99 
How Can Fire Protection Control its Future? 
Fine Tests, Fienp: 
Retrofit Sprinkler System for Hotels. 3:93 
FIREPLACE: 
Chimney Downdraft, Fire Caused by. 3:10 
Heat Ignites Combustibles. 6:9 
Safety Program for. 2:78 
FirepLace INSERT: 
Wood-Burning, Fire Involving 
Fireworks: 
Explosion During Illegal Manufacture. 2:11 
Incidents and Injuries in California. 3:70 
FircHvitLe Townsuip, Onto: 
Nursing Home Fire, Nov. 23, 1963. 4:39 
FLAMMABLE, CoMBusTIBLE Liguips Fires: 
Choke and Carburetor Cleaner. 2:41 
Cleaning Solvent. 2:10 
Gasoline. 1:27; 6:10 
Gasoline Vapors. 3:12 
Kerosine. 3:10 
Lacquer. 5:37 
Lacquer Thinner. 6:36 
FLoripa; 
Dwelling Fire, May 1983. 6:10 
Foam: 
Successful Performance. 5:37 
Foam, Hicu-Expansion: 
Used on Vehicle Fire. 2:12 
ForsytH County, N.C.: 
Dwelling Fire, November 1982. 5:21 
Fue.s, Soup: 
Industry Launches Cooperative Safety Program. 2:78 
FURNITURE: 
Chair, Fire Started in, 1:21 
Future: 
Fire Protection and Computers. 


2:36; 3:74 


5:114 


How Can Fire Protection Control its Future? 6:96 
Trends for 2003. 6:92 


GaraGer, PARKING: 

Vehicle Overturns, Explodes, New York State, 

March 1982. 1:30 

GarBAGE ConTAINER Fire: 

Ontario, Quebec, Canada, January 1983. 4:29 
Gas Fires AND ExpLosions: 

LP-Gas Line, Leaking. 3:9 
Gas Leak: 

LP-Gas, Fire Involving. 3:9 
Gas, LP: 

Vapors Explode. 1:30 
GASOLINE: 

In Stored Vehicles, Ignites. 3:12 

Used to Clean Floor, Vapors Ignite. 1:27 
GASOLINE Fires: 

Acetylene Torch Ignites Vapors. 6:40 

Vehicle in Garage, New York State, March 1982. 1:30 
GASOLINE VAPoRS: 

Ignited by Sparks. 1:27 
GENERATING PLANT Fire: 

Nebraska, May 7, 1982. 6:39 
Grorcia: 

Apartinent Building Fire, January 1983 
Grain ELEVATOR Fire: 

Amity, Ore., Sept. 16, 1982. 5:61 
Grain ELevator Fire, ExPLosion: 

Council Bluffs, lowa, April 20, 1982. 4:25 
Grain ELevators: 

Basement Fire Spreads to. 1:29 
Grant, Rosert W.: 

Interview, 10-Yr. Retrospect on America Burning. 3:20 
GreNapE, PHOSPHOROUS: 

Explosion Caused by, Michigan, May 1982. 2:12 


4:27, 2 


HALON SysTEM: 
Satisfactory Performance. 2:11 
Harrison County, Miss.: 
Jail Fire, Nov. 8, 1982. 6:44 
Heavru Care FAci.ities: 
Fire Evacuation In-Service Training Program. 4:55 
Nursing Home Fire, Pampas, Tex., Oct. 10, 1982. 4:32 
Promising Improvements in Firesafety of. 4:36 
Heat Gun, ELecrric: 
Ignites Plastic Trash Can. 6:10 
Heater, ELectric: 
Combustibles Too Close, Cause of Fire. 
Fire Involving. 5:15 
Heater, Gas-Firep: 
Child Ignites Paper in. 3:11 
Ignites Bedding. 5:20 
Malfunctions, Ignites Mattresses. 3:11 
HEATER, KEROSINE: 
Fire Started by. 5:20, 21 
Fuel Spills, Results in Fire. 4:27 
Gasoline Spills on, Heater Ignites. 6:9 
Ignites Combustibles. 4:28 
Improper Fuel in, Cause of Fire. 5:20, 35 
Tipped Over, Fuel Ignited. 3:10 
Heater, Poot: 
Ignites Combustible Materials. 2:10 
Heater, PortaBie ELectric: 
Fire Involving. 5:15 
Heaters, Gas-Firep: 
CPSC Projects Involving. 2:47 
HEATERS, KEROSINE: 
CPSC Projects Involving. 2:46 
HEATING-AND-COoOKING EQUIPMENT Fires: 
Boiler Fire. 6:40 
Deep Fat Fryer. 2:9 
Gas-Fired Water Heater. 4:28 
Gasahol in Kerosine Heater Ignites. 5:35 
Improper Flue Clearance, Fire Caused by. 6:38 
Residential Auxiliary, CPSC Projects Involving. 2:45 
Salamander Ignites Structural Members. 6:126 
Skillet Left Unattended. 6:10 
Stored Coal Ignites: 4:22 
White Gas Used to Restart Wood Stove. 5:37 
Wood Heater Ignites Sofa. 5:36 
HELICOPTERS: 
Used in Fighting Fire. 5:35 
Hicu-Rise Hore Fires: 
Houston, Tex., March 6, 1982. 


Hopoken, N.J.: 
Residential Hotel Fire, April 30, 1982. 4:23 
Ho.iywoop, FLa.: 
Dwelling Fire, Dec. 20, 1982. 5:15 
Home-ror-AGEp Fire: 
Virginia, June 1982. 2:10 
Horse Barn Fire: 
Michigan, January 1982. 1:30 
Hosp1ra: 
Fire Evacuation Training Program. 4:55 
New Code Red Program. 4:47 
HosprraL CoMPLex Fires: 
Massachusetts, December 1982. 3:9 
Hospitat Fires: 
California, Dec. 10, 1982. 6:37 
Hartford Hospital, Conn., Dec. 8, 1961. 4:39 
Ohio, January 1983. 5:35 
St. Anthony Hospital, Effingham, Ill., April 4, 1949. 4:36 
Washington State, Dee. 20, 1982. 6:37 
Hore: 
Highlights of Field Test of Retrofit Sprinkler 
System in, 3:93 
Hore Fires: 
California, January 1983. 3:10 
California, Sept. 4, 1982. 4:23 
Hoboken, N.J., April 30, 1982. 4:23 
Houston, Tex., March 6, 1982. 1:11; 4:22, 78 
Shawnee, Okla., February 1982. 4:24 
Westchase Hilton, Houston, Tex., March 6, 
1982. 4:22, 78 
Houston, Tex.: 
Hotel Fire, March 6, 1982. 
HUMAN BEHAVIOR IN Fires: 
Hotel Fire, March 6, 1982. 1:22 
In Westchase Hilton Hotel Fire (Houston, Tex., Mar. 
1982). 4:78 
HVAC System: 
Renovation of. 2:68 
Smoke Spread by. 1:22 
HyprauLic Press: 
Overheats, Fire Caused by. 6:40 
Hypro.evet Corp.: 
Versus American Society of Mechanical Engineers. 


1:11; 4:22, 78 


IpaHo: 
Grain Mill Fire, February 1982. 1:29 
ILLINOIS: 
Dwelling Fire, April 1982. 2:10 
Dwelling Fire, January 1983. 4:27 
Dwelling Fire, May 1983. 6:10 
Exhibition Hall Used for Storage, Fire in, November 
1982. 3:12 
Manufacturing Plant Fire, April 1983. 6:11 
Vehicle Fire, May 1982, 2:12 
Warehouse Fire, July 1982, 2:12 
INcENpDiARY (Suspicious) Fires: 
Apartment Building, Los Angeles, Calif., Sept. 4, 
1982. 3:43 
Apartment Building, Lowell, Mass., March 1982. 
Apartment Complex, Waterbury, Conn., July 5, 
1982. 4:22 
Apartment Hotel, Los Angeles, Calif., Sept. 4, 
1982. 4:23 
Boarding Home, Pittsburgh, Pa., Oct. 28, 1982. 5:68 
Building under Construction, Texas, Jan. 23, 1982. 6:126 
Building under Demolition, Minneapolis, Minn., 
Nov. 1982. 4:60 
Chemical Manufacturing Plant, New Jersey, January 
1983. 5:37 
Condominium under Construction, California, April 
1983. 6:12 
Dormitory, Colorado, March 1983. 6:10 
Home for the Aged, Virginia, June 1982. 2:10 
Horse Barn, Michigan, January 1982. 1:30 
Hospital Complex, Massachusetts, December 1982. 
Hospital, California, Dec. 10, 1982. 6:37 
Hospital, Ohio, January 1983. 5:35 
Hospital, Washington State, Dec. 20, 1982. 6:37 
Insurance Industry Helps New York Prevent. 5:30 
Jail, Biloxi, Miss., Nov. 8, 1982. 4:21 
Manufacturing Plant, Minnesota, March 1982. 6:24 
Nursing Home, Pampa, Tex., Oct. 10, 1982. 4:32 
Outpatient Clinic, Pennsylvania, June 1983. 6:9 
Residential Hotel, Hoboken, N.J., April 30, 1982. 4:23 
Restaurant, Ohio, April 1982. 2:9 
School, California, April 1982. 1:27 
School, Massachusetts, January 1983, 3:9 
School, Missouri, Jan. 28, 1982. 6:36 
School, New York, April 24, 1982. 6:36 
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School, Texas, June 1982. 1:27 
Seed Storage Warehouse, Washington State, March 
1982. 1:30 
Supermarket, New York, March 13, 1982. 6:38 
University Commissary, New York, Dec. 8, 1982. 
Warehouse in Manufacturing Plant, Missouri, 
November 1982. 3:12 
Warehouse, Connecticut, January 1983. 4:30 
Warehouse, Illinois, July 1982. 2:12 
Warehouse, Indiana, May 1983. 6:12 
Warehouse, New York State, January 1983. 4:30 
Warehouse, Spokane, Wash., 1982. 5:63 
Warehouse, Tennessee, January 1983. 4:30 
Warehouse, Washington State, March 1982. 1:30 
INDIANA 
Warehouse Fire, May 1983. 6:12 
INSULATION: 
Polystyrene Foam, Fire Spread by. 4:29 
Smoke Spread though. 4:29 
INTERIOR Finish, Woop PANELING: 
Fire Spread by. 2:10 
INTERNATIONAL Fire Loss: 
Selected Comparisons, 1979-80. 1:36 
Iowa: 
Dwelling Fire, January 1983. 5:35 
Dwelling Fire, November 1982. 3:10 
Grain Elevator Fire, Explosion, April 20, 1982. 4:25 
Repair Shop Fire, February 1983. 5:37 


Jackson, Micu.: 
Store Fire, 1982. 5:64 
Jat Fire: 


Biloxi, Miss., Nov. 8, 1982. 4:21; 6:44 


K 


K Maat DistriputTion CENTER Fire: 
Falls Township, Pa., June 21, 1982 
Fire Walls That Failed. 3:74 

Kentucky: 

Manufacturing Plant Fire, January 1983. 4:29 

Kerosine HEATER: 

Unattended, Ignites Bedding, Combustibles. 1:28 


2:36; 3:74 


LaBORATORY FIRE 
Texas, Sept. 20, 1982. 6:39 
Lacquer THINNER: 
Towel Soaked in, Fire Caused by. 6:36 
LansInc, MICH.: 
New Hospital Code Red Program. 4:47 
Larce-Loss Fires, U.S.: 
1982, Study of. 6:20 
Larce-Loss-or-Lire-Fires (10 or More Deaths): 
Baltimore, Md. (Dwelling) (10). 4:13, 22 
Biloxi, Miss. (Jail) (29). 4:10; 6:44 
Effingham, Ill. (Hospital) (74). 4:38 
Fitchville Township, Ohio (Nursing Home) (63). 4:39 
Hoboken, N.J. (Residential Hotel) (13). 4:22 
Houston, Tex. (Hotel) (12). 4:22 
Houston, Tex. (Hotel) (12). 1:11 
Los Angeles, Calif. (Apartment Building) (24). 3:43 
Taft, Calif. (Aircraft Crash) (14). 4:25 
Waterbury, Conn. (Dwelling) (10). 4:13 
Launpry CHute: 
Fire Started in. 4:37 
Learn Not to Burn Curnicucum, NFPA: 
Nassau County, N.Y., Enrolls 106,000 Students. 1:46 
Lerrers. 1:8]; 2:4; 3:121; 4:111; 5:57 
Licuters, CIGARETTE: 
Fire Involving. 5:21 
LicHTING: 
Fire Caused by. 1:28 
LIGHTNING: 
Fire Caused by. 6:37 
Loc Fire: 
Deck Storage, Oregon, September 1982. 6:36 
Los ANGELEs, CALIF.: 
Apartment Hotel Fire, Sept. 4, 1982. 3:43; 4:23 
Lowe Lt, Mass.: 
Apartment Building Fire, March 1982. 4:23 


76° 


M 


MANUFACTURING PLANT Fires: 
Chemicals, New Jersey, January 1983. 5:37 
Compost Packing Plant, California, June 1982. 1: 
Computer Components, California, June 1982. 1:28 
Corrugated Boxes, Minnesota, March 1982. 6:24 
Food, Ohio, March 10, 1982. 6:40 
Foundry Sand, Wisconsin, November 1982. 3:12 
Furniture, North Carolina, May 1983. 6:11 
Furniture, Wisconsin, April 19, 1982. 6:40 
Grain Mill, Idaho, February 1982. 1:29 
Machine Shop, California, July 1982. 2:11 
Plastics, Illinois, April 1983. 6:11 
Plywood Mill, Oregon, June 1982. 2:12 
Spinning Mill, Washington, N.C., Sept. 7, 1982. 4:24 
Tobacco Redrying Plant, Kentucky, January 1983. 4:29 
Water Slides, North Carolina, February 1983. 6:11 
MARYLAND: 
Building-under-Renovation Fire, February 1983. 5:37 
Dwelling Fire, May 14, 1982. 4:22 
MASSACHUSETTS: 
Apartment Building Fire, February 1983. 5:36 
Church Fire, May 11, 1982. 6:21 
Hospital Complex Fire, December 1982. 3:9 
School Fire, January 1983. 3:9 
MICHIGAN: 
Barn Fire, May 1982. 2:12 
Dwelling Fire, Jan. 7, 1983. 5:21 
Dwelling Fire, January 1982. 1:28 
Fireworks Fire, May 1982. 2:11 
Horse Barn Fire, January 1982. 1:30 
MINNEAPOLIS, MINN.: 
Demolition Exposure Fire, Nov. 25, 1982. 4:60 
MINNESOTA: 
Building-under-Demolition Fire, Nov. 25, 1982. 4:60 
Demolition Exposure Fire, Nov. 25, 1982. 4:60 
Manufacturing Plant Fire, March 1982. 6:24 
MIssIssIPPt: 
Jail Fire, Nov. 8, 1982. 
Missour!: 
School Fire, Jan. 28, 1982. 6:36 
Warehouse Fire, November 1982. 3:12 
Mosice Home Fires: 
Boise, Idaho, December 1982. 4:25 
Oklahoma, January 1982. 1:28 
Pennsylvania, December 1982. 4:28 
South Carolina, March 23, 1983. 5:20 
Texas, December 1982. 4:28 
Mope., Burcpinc Fire SIMULATION. 4:93 
Mopets, Fire. 4:104 
MonrTvILLe, Conn.: 
Multi-Use Occupancy Fire, Feb. 13, 1982. 5:62 
Mu ti-Use Occupancy Fire: 
Montville, Conn., Feb. 13, 1982. 5:62 
Muttipce-DeatH Fires, U.S.: 
1982, Study of. 4:10 


4:21; 6:44 


N 


NATIONAL COMMISSION ON FIRE PREVENTION AND CONTROL: 


Final Report of, America Burning. ‘3:20 
NaTIONAL Fire Protection RESEARCH FOUNDATION: 
Coordinates Field Test of Retrofit Hotel Sprinkler 
System. 3:93 
NEBRASKA: 
Generating Plant Fire, May 7, 1982. 6:39 
New HampsHIRE: 
Warehouse Fire, March 1983. 6:11 
New Jersey: 
Confectionary Store with Dwellings Fire, November 
1982. 3:11 
Dwelling Fire, January 1982. 1:28 
Manufacturing Plant Fire, January 1983. 5:37 
Residential Hotel Fire, April 30, 1982. 4:23 
New York STATE: 
Apartment Building Fire, April 1983. 6:10 
Dwelling Fire, July 1982. 2:10 
Dwelling Fire, November 1982. 3:9 
School Fire, April 24, 1982. 6:36 
Supermarket Fire, March 13, 1982. 6:38 
University Commissary Fire, Dec. 8, 1982. 6:41 
Vehicle Fire in Garage, March 1982. 1:30 
Warehouse Fire, January 1983. 4:30 
NFPA Boarp oF Directors MEETINGs: 
Boca Raton, Fla., Dec. 3-4, 1982. 3:29 
Kansas City, Mo., May 15, 1983. 5:106 
Quincy, Mass., June 15, 1982. 1:32 
Quincy, Mass., June 14, 1983. 6:118 
Washington, D.C., April 6-8, 1983. 5:102 
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NFPA Sranparps: 
12C-T, Adopted in 1983. 5:110 
13, Fifty Editions of. 3:36 
70, Adopted in 1983. 5:110 
78, Adopted in 1983. 5:110 
80, Adop'ed in 1983. 5:110 
91, Adop' in 1983. 5:110 
329, Adop.-d in 1983. 5:110 
423, Adcpred in 1983. 5:110 
802, Adopted in 1983. :110 
803, Adopted in 1983. 5:110 
1401, Adopted in 1983. 
1973, Adopted in 1983. 
1982, Adopted in 1983. 

NFPA Sranparps Counci.: 
Committee on Toxicity of Products of Combustion, 

Report of. 2:21 

NFPA Stranparps Councit MEETINGs: 
Captiva Island, Fla., Jan. 19-21, 1983. 
Quincy, Mass., Oct. 6-8, 1982. 1:48 
Quincy, Mass., July 13-15, 1983. 6:59 

NFPA TecunicaL Committee Reports: 
1982 Fall Meeting, Summary of Action. 3:7 
1983 Annual Meeting, Summary of Action. 

NFPA WasHINGTON Orrice. 5:6 

NortH CaRo.ina: 
Dwelling Fire, Dec. 14, 1982. 5:115 
Dwelling Fire, November 1982. 5:21 
Manufacturing Plant Fire, February 1983. 6:11 
Manufacturing Plant Fire, May 1983. 6:11 
Manufacturing Plant Fire, Sept. 7, 1982. 4:24 
Warehouse Fire, March 1983. 5:37 

Nursinc Home Fires: 
Fitchville Township, Ohio, Nov. 23, 1963. 4:39 
Pampa, Tex., Oct. 10, 1982. 4:32 


aun 


3:112 


5:110 


Oak.anp, CALir.: 
Tunnel Fire, April 7, 1982. 4:24 
Orrice BuiLpinc Fires: 
Colorado, June 1983. 6:10 
Oklahoma, February 1983. 5:37 
Ontario, Quebec, Canada, January 1983. 4:29 
Onn : 
Dwelling Fire, April 1983. 6:9 
Dwelling Fire, Feb. 9, 1983. 5:20 
Hospital Fire, January 1983. 5:35 
Manufacturing Plant Fire, March 10, 1982. 
Restaurant Fire, April 1982. 2:9 
School Fire, March 20, 1982. 6:37 
Store Fire, June 1982. 1:28 
OKLAHOMA: 
Apartment Complex Fire, December 1982. 
Dwelling Fire, November 1982. 3:9 
Mobile Home Fire, January 1982. 1:28 
Office Building Fire, February 1983. 5:37 
Ontario, CANADA: 
Dwelling Fire, October 1982. 3:10 
Office-and-Retail-Store Building Fire, January 1983. 4:29 
OREGON: 
Bowling Alley Fire, July 3, 1982. 6:36 
Dwelling Fire, January 1983. 5:36 
Log Fire, September, 1982. 6:36 
Manufacturi: . Plent Fire, June 1982. 2:12 
Ovutpoor COLLECTION SysTEMs: 
Power Tools Ignite Aluminum Chips. 1:28 


Pampa, Tex.: 
Nursing Home Fire, Oct. 10, 1982. 4:10 
PANELING: 
Fire Spread by. 2:10; 4:27 
Plywood, Fire Spread by. 3:43; 4:23; 5:20 
Wood, Fire Spread by. 5:115 
PENNSYLVANIA: 
Distribution Center Fire, Falls Township, June 21, 
1982. 2:36; 3:74 
Dwelling Fire, December 1982. 3:10 
Dwelling Fire, Jan. 10, 1982. 4:21 
Dwelling Fire, Jan. 26, 1982. 4:22 
Mobile Home Fire, December 1982. 4:28 
Outpatient Clinic Fire, June 1983. 6:9 
Warehouse Fire, February 1983. 5:37 
PHOENIX, ARIZ.: 


Disaster, Medical Drill in. 4:41 





PirPeLiNeE Fire: 

Texas, March 1983. 5:38 
PisGan, ALA.: 

Elementary School Fire, June 1982. 4:10 
PirrssurcH, Pa.: 

Boarding Home Fire, Oct. 28, 1982. 5:68 
Power Too.s: 

Fire Caused by. 1:28 
Provivence, R.I1.: 

Dormitory Fire, Dec. 13, 1977. 


Rack STORAGE: 
Fire in. 4:30 
RayBuRN TOWNSHIP, Pa:: 
Dwelling Fire, Jan. 10, 1982. 4:21 
REACHING THE PuBLIC: 
Cable Television, Use of. 1:24 
Heating Without Getting Burned. 6:43 
Investing in FPW °83. 4:9 
Managing Public Education Programs. 2:14 
New Communications Technologies. 1:24 
The Summer Fire Problem. 3:26 
RESIDENTIAL APARTMENT BUILDING Fires: 
Los Angeles, Calif., Sept. 4, 1982. 3:43 
RESTAURANT Fires: 
California, March 1982. 2:9 
Ohio, April 1982. 2:9 
RETROFITTING: 
For Firesafety and Energy Conservation. 2:68 
Roor: 
Collapses During Fire. 1:8; 2:9, 36; 3:9; 4:28, 29; 
5:37, 63; 6:11, 36, 38, 41, 126 
Untreated Wood Shingle, Fire Involving. 6:75 


SAWDUST: 
Fire Involving. 1:29 
SCHOOL Fires: 
College, New York State, April 24, 1982. 6:36 
Elementary School, Alabama, June 1982. 1:27 
Elementary School, California, April 1982. 1:27 
Elementary School, Connecticut, July 1982. 2:9 
Elementary School, Connecticut, July 25, 1982. 6:37 
Elementary School, Massachusetts, January 1983. 3:9 
Elementary School, Pisgan, Ala., June 1982. 4:10 
High School, Missouri, Jan. 28, 1982. 6:36 
Junior High School, Texas, June 1982. 1:27 
School with Dormitory, California, February 1982. 
Vocational School, Ohio, March 20, 1982. 6:37 
Security Guarps: 
Lack of, Factor in Demolition Exposure Fire. 4:6 
SHARON, Pa.: 
Dwelling Fire, Jan. 26, 1982. 4:22 
SHAWNEE, OKLA.: 
Hotel Fire, February 1982. 4:24 
Sup Fire: 
Bulk Grain Carrier, Washington State, February 
1982. 6:40 
SHIPs: 
Keeping Old Ironsides Firesafe. 2:86 
USS Constitution, Firesafety on. 2:86 
SIMULATION, BUILDING Fire. 4:93 
SMOKE: 
Cold Smoke Effect. 1:54 
SMOKING AND MATCHES: 
Fire Caused by. 4:22, 24, 28 
Probable Cause of Fatal Fire. 1:21 
SMOKING MATERIALS: 
Butane Lighter Explodes. 3:11 
Careless Disposal of, Fire Cause. 3:10; 5:56; 6:9 
Careless Disposal of, Ignites Wood Dust. 6:11 
Careless Disposal of, Probable Fire Cause. 4:29 
SouTH CAROLINA: 
Dwelling Fire, Jan. 30, 1983. 5:20 
Mobile Home Fire, March 23, 1983. 5:20 
SPARKS: 
Cutting Torch, Cause of Fire. 1:29 
SPECIAL Property Fire: 
Caldecott Tunnel, Oakland, Calif., April 7, 1982. 4:24 
SPOKANE, WASH.: 
Warehouse Fire, 1982. 5:63 
SPRINKLER PROTECTION, RESIDENTIAL: 
Update on. 6:69 
SPRINKLER SYSTEM: 
Retrofit, Highlights of Field Test of. 3:93 
Shut Off, Building Demolition, Factor in Fire. 4:63 


SPRINKLER SYSTEM, SATISFACTORY PERFORMANCE. 
3:9, 12; 6:12 
SPRINKLER SysTEM, UNSATISFACTORY PERFORMANCE: 
Overpowered by Fire. 2:36 
SPRINKLER SysTEMS, AUTOMATIC: 
Fifty Editions of NFPA 13. 3:36 
SprinkLers Not A Factor IN Fire. .5:38 
Valve Closed. 2:11 
SPRINKLERS, SATISFACTORY PERFORMANCE. 
5:37; 6:11 
SPRINKLERS, UNSATISFACTORY PERFORMANCE: 
Obstructed by Foreign Material. 5:37 
Overpowered by Chemical Fire. 5:37 
StarF ACTIONS: 
Prompt Action Limits Damage. 6:9 
Prompt Actions Limit Fire. 6:39 
Stairways, OPEN: 
Fire Spread up. 4:23, 27, 28; 5:20, 36; 6:36 
Smoke and Heat Spread up. 5:69 
Static ELectricity: 
Fire Caused by. 6:11 
STORAGE: 
Pallet and Rack, Fire Involving. 2:37 
STORAGE Fire: 
University Commissary, New York, Dec. 8, 1982. 6:41 
Store Fires: 
Charitable Used Goods Outlet, California, November 
1982. 3:11 
Confectionary Store with Dwellings, New Jersey, 
November 1982. 3:11 
Department Store, Texas, June 1982. 2:10 
Furniture, Jackson, Mich., 1982. 5:64 
New York State, March 13, 1982. 6:38 
Ohio, June 1982. 1:28 
Repair Shop, Iowa, February 1983. 5:37 
Supermarket, Virginia, December 1982. 4:29 
Washington State, June 30, 1982. 6:39 
Stove Fires: 
Coal-Burning, Paneling Ignited 
CPSC Projects Involving. 2:45 
Wood-Burning. 1:28 
Wood-Burning, Defective. 5:11 
Wood-Burning, Defective Pipe. 5:21 
Wood-Burning, Ignited Flooring. 1:28 
Wood-Burning, Log Fell out. 5:21 
Stove, Woop: 
Safety Program For. 2:78 


2:10, 12; 


2:12, 4:24; 


5:115 


TArt, Cauir.: 
Aircraft Crash Fire, Oct. 17, 1982. 
TELEVISION SET: 
Fire Started in. 6:10 
TENNESSEE: 
Stove Fire, Feb. 16, 1983. 5:21 
Underground Rocket Motor Test Cell Fire, Nov. 27, 
1982. 4:25 
Warehouse Fire, January 1983. 4:30 
Warehouse Fire, March 1982. 1:29 
TEXAS: 
Apart. Complex Fire, March 21, 1983. 6:75 
Building-under-Construction Fire, Jan. 23, 1983. 6:126 
Department and Clothing Store Fire, June 1982. 2:10 
Dwelling Fire, Feb. 22, 1983. 5:20 
Dwelling Fire, March 1983. 5:36 
Fallout Shelter under Construction, May 1982. 1:30 
Hotel Fire, Houston, Tex., March 6, 1982. 1:11 
Hotel Fire, March 6, 1982. 4:22 
Mobile Home Fire, December 1982. 4:28 
Nursing Home Fire, Oct. 10, 1982. 4:32 
Pipeline Fire, March 1983. 5:38 
School Fire, June 1982. 1:27 
School Fire, June 1982. 4:10 
University Laboratory Fire, Sept. 20, 1982. 6:39 
Vehicle Fire, Feb. 20, 1982. 4:25 
Torcu: 
Used for Paint Stripping, Fire Caused by. 6:10 
Toxicity: 
Products of Combustion. 3:5 
Report of NFPA Committee to NFPA Standards 
Council. 2:21 
Toxicrry or ComBusTIon Propucts, CurRENT KNOWLEDGE. 
5:84 
TRAIN Fire: 
California, October 1982. 3:12 
Troy, N.Y.: 
Hospital Fire Evacuation Training Program. 4:55 
TULLAHOMA, TENN.: 
Underground Rocket Motor Test Cell Fire, Nov. 27, 
1982. 4:25 
TUNNEL Fire: 
Oakland, Calif., April 7, 1982. 4:24 


U 


Unpercrounp Rocket CE. Fire: 
Tullahoma, Tenn., Nov. 27, 1982 

Unrrep States Fire Experience: 
Fire Loss, 1982, Study of. 5:44 

Unrrep States SupREME Court: 
Hydrolevel v. ASME. 2:71 


VEHICLE Fires: 
Brownwood, Tex., Feb. 20, 1982. 4:25 
Caldecott Tunnel, Oakland, Calif., April 7, 1982. 
Front-End Loader, Illinois, May 1982. 2:12 
New York State, March 1982. 1:30 
Under Repair, California, July 1982. 2:11 
VERTICAL OPENINGS: 
Smoke and Heat Spread up. 6:37 
VIRGINIA: 
Apartment Complex Fire, November 1982 
Dwelling Fire, January 1983. 6:9 
Dwelling Fire, Jan. 4, 1983. 5:15 
Home-for-the-Aged Fire, June 1982. 2:10 
Store Fire, December 1982. 4:29 


WALLs: 
Nonfirestopped, Fire Spread through. 6:10 
Unprotected Openings, Fire Spread through. 3:11 
Wa ts, Fire: 
K Mart Distribution Center Fire, Failed in. 3:74 
Openings Not Fully Protected, Cause of Fire 
Spread. 2:42 
Partially Removed, Fire Spread through. 2:10 
Prevent Fire Spread. 6:11 
WaAREHOUSE Fires: 
Building Supplies, New Hampshire, March 1983. 
Bulk-Oil Storage, Tennessee, March 1982. 1:29 
Distribution, Spokane, Wash., 1982. 5:63 
Distribution, Falls Township, Pa., June 21, 1982 
Food, Washington State, Jan. 20, 1982. 6:41 
Glassware, Indiana, May 1983. 6:12 
Grain Storage, Tennessee, January 1983. 4:30 
New York State, January 1983. 4:30 
Paper and Plastic Containers, Missouri, November 
1982. 3:12 
Paper, Illinois, July 1982. 2:12 
Paper, Pennsylvania, February 1983. 5:37 
Paper Mill, Wisconsin, December 1982. 4:29 
Rubber Parts, Connecticut, January 1983. 4:30 
Seed Storage, Washington State, March 1982. 1:30 
Textile, North Carolina, March 1983, 5:37 
WasuincTon, N.C.: 
Manufacturing Plant Fire, Sept. 7, 1982. 4:24 
WASHINGTON STATE: 
Business Block Fire, June 30, 1982. 6:39 
Dwelling Fire, Dec. 6, 1982. 6:38 
Hospital Fire, Dec. 20, 1982. 6:37 
Ship Fire, February 1982. 6:40 
Warehouse Fire, Jan. 20, 1982. 6:41 
Warehouse Fire, March 1982. 1:30 
Warersury, Conn.: 
Apartment Complex Fire, July 5, 1982. 4:22 
Westcuase Hitton Hore Fire: 
Houston, Tex., March 6, 1982. 1:11 
WInNb: 
Factor in Fire Spread. 2:65 
Fire Spread by. 6:11 
Winpows: 
Barred, Ineffective as Exit. 6:10 
Tempered Glass, Hampered Evacuation. 1:22 
WISCONSIN: 
Manufacturing Plant Fire, April 19, 1982. 6:40 
Manufacturing Plant Fire, November 1982. 3:12 
Warehouse Fire, December 1982. 4:29 
Woop-Burninc Stove: 
Defective, Fire Involving. 5:11 
Ignites Flooring. 1:28 
Log Fell out, Fire Cause. 5:21 
Probable Fire Cause. 1:28 
Safety Program for. 2:78 
Woob-SHINcLe Roors: 
Fire Involving. 5:35; 6:80 
Two Fires Involving. 6:75 
WorKPLACE: 
Loss Control Education in. 
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Adams, Robert C. 3:26; 4:9; 6:43 
Appy, Meredith K. 2:56 

Banks, Jerry. 1:36 

Behrens, John F. 

Bell, James R. 2: 

Best, Richard. 2: 

Boyd, Howard. 

Bryan, John L. ‘ 

Carter, Robert E. 2:53 

Clarke, Frederic B., III]. 5:84 
Coleman, Ronny J. 6:96 
Conway, Rosemary E. 2:56 
Cote, Arthur E. 3:36, 93; 6:69 
Dimonda, Chief Edward C., Sr. 1:46 
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Changing 
Your 


Address” 


Paste the Label! 
The easiest way to notify us is to clip your old 
address label from a recent NFPA publication 
or envelope mailed to you. Paste this on a 
letter or post card, add your complete new 
address, and send it to the 


It takes about 5 weeks to process 
a change of address for all your 
NFPA publications. You can 
speed this process by sending us 
your new address as soon as pos- 


; Membership Department 
sible before you move. 


NATIONAL FIRE PROTECTION ASSOC. 


Batterymarch Park 
Quincy, Massachusetts 02269 
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